Message 


From; Davenport, Russell (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

Ol/CN=RECIPIENTS/CN=RUSSELL.DAVENPORT] 

Sent: 10/25/2011 3:23:10 PM 

To: Davenport, Russell (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Russell.Davenport]; Stiles, Tracy (DPH) [/0=C0MM0NWEALTH OF 
MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Tracy.Stiles] 

CC: Hemsworth, Meghan (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Meghan.Hemsworth]; Greer, Garry (DPH) [/0=C0MM0NWEALTH OF 
MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Garry.Greer]; Han, Linda (DPH) [/0=C0MM0NWEALTH OF 
MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Linda.Han]; Caloggero, Dina (DPH) [/0=C0MM0NWEALTH OF 
MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Dina.Caloggero]; Looney, Ann [/0=C0MM0NWEALTH OF 
MASSACHUSETTS/OU=EXCHANGE ADMINISTRATIVE GROUP (FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=AnnLooney]; 
Eric Lawler, Michael (DPH) [/0=C0 MM ON WEALTH OF 

MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Michael. Lawler] 

Subject: RE: Splits procedure 


He did find the Balance QC and he insisted it was where He put it ail the time. Not true, Zach found it after days of 
looking for it and Zach put it there, he is lying to make me look bad and Zach & Meg should confirm this. 


Mfc. Siudddl 5. ^cumvpmt 

Laboratory Evaluation Officer 
Dept of Public Health 
Center for Disease Control 
305 South Street 
Boston, MA. 02130 

Tel: 617-983-6616 
Fax: 617-983-6618 
Russell. Davenport@state.ma.us 


From: Davenport, Russell (DPH) 

Sent: Tuesday, October 25, 2011 11:03 AM 
To: Davenport, Russell (DPH); Stiles, Tracy (DPH) 

Cc: Hemsworth, Meghan (DPH); Greer, Garry (DPH); Han, Linda (DPH); Caloggero, Dina (DPH); Looney, Ann; 'Eric Klein'; 
Lawler, Michael (DPH) 

Subject: RE: Splits procedure 

This is an EXTREMELY HOSTILE Environment and I do not need to be subjected to this by a new supervisor after 28 
years of dedicated service and supervision of three highly importanty labs. 

J/bu Sludddl 5. S>amitp(wt 
Laboratory Evaluation Officer 
Dept of Public Health 
Center for Disease Control 
305 South Street 
Boston, MA. 02130 


Folk OIG PRR 017993 








Tel: 617-983-6616 
Fax: 617-983-6618 
Russell. Davenport@state.ma.us 


From: Davenport, Russell (DPH) 

Sent: Tuesday, October 25, 2011 11:00 AM 
To: Stiles, Tracy (DPH) 

Cc: Hemsworth, Meghan (DPH); Greer, Garry (DPH); Han, Linda (DPH); Caloggero, Dina (DPH); Looney, Ann; Eric Klein 
Subject: RE: Splits procedure 

He is here arguing with me now and I DO NOT NEED this STRESS! He is insisting that the bins were not removed and 
would not come ask Meg & Zach as they say they were gone during the cleaning so I had to bring them into the lab myself 
and they said they have not seen the bins since the lab was cleaned, i do not need harassing me. The people in the lab 
are having trouble doing the work and finding our lab equipment. 

Thanks 

Russ 

Mx. Sludddl 5. S)amtvpof(t 
Laboratory Evaluation Officer 
Dept of Public Health 
Center for Disease Control 
305 South Street 
Boston, MA. 02130 

Tel: 617-983-6616 
Fax: 617-983-6618 
Russell. Davenport@state.ma.us 


From: Stiles, Tracy (DPH) 

Sent: Tuesday, October 25, 2011 10:48 AM 
To: Davenport, Russell (DPH) 

Cc: Hemsworth, Meghan (DPH); Greer, Garry (DPH); Han, Linda (DPH); Caloggero, Dina (DPH); Looney, Ann; Eric Klein 
Subject: RE: Splits procedure 

Garry—can you please go into the dairy lab and spend a few minutes with Russ to find the things he needs and show him 
some of the rest of the items you have found new homes for? 

Thanks, 

Tracy 

Tracy Stiles 

Director, Microbiology Divison 

617-983-6619 

tracv.stiles@state.ma.us 


Folk OIG PRR 017994 





From: Davenport, Russell (DPH) 

Sent: Tuesday, October 25, 2011 10:43 AM 
To: Stiles, Tracy (DPH) 

Cc: Hemsworth, Meghan (DPH); Greer, Garry (DPH); Han, Linda (DPH); Caloggero, Dina (DPH); Looney, Ann; Eric Klein 
Subject: RE: Splits procedure 

I understand but it is creating havoc in the Lab and pulling nne away from things I need to be doing, now we are looking for 
the laminated card with the Dairy codes on them for the media room. So now we have to search and this goes on. And 
you wonder why I may forget something here or there as I have to keep trying to remember what was here and what is 
missing and where it might be. Then if I forget something we have a big meeting in Dr. Hans office and send out emails to 
all these people. 

Thanks, 

Russ 


Mh. S. ^amtvpmt 

Laboratory Evaluation Officer 
Dept of Public Health 
Center for Disease Control 
305 South Street 
Boston, MA. 02130 

Tel: 617-983-6616 
Fax: 617-983-6618 
Russell. Davenport@state.ma.us 


From: Stiles, Tracy (DPH) 

Sent: Tuesday, October 25, 2011 10:35 AM 
To: Davenport, Russell (DPH) 

Cc: Hemsworth, Meghan (DPH); Greer, Garry (DPH); Han, Linda (DPH); Caloggero, Dina (DPH); Looney, Ann; Eric Klein 
Subject: RE: Splits procedure 

Russ, I have no idea. I suggest a face-face conversation with Garry and Ayman about what they did with 
everything. Garry’s intentions were good—I don’t think he would have just gotten rid of things without checking with 
you. He should probably Just go into the lab with you and show you what’s what. 

Tracy Stiles 

Director, Microbiology Divison 

617-983-6619 

tracv.stiles@state.ma.us 


From: Davenport, Russell (DPH) 

Sent: Tuesday, October 25, 2011 10:29 AM 
To: Stiles, Tracy (DPH) 

Cc: Hemsworth, Meghan (DPH); Greer, Garry (DPH); Han, Linda (DPH); Caloggero, Dina (DPH); Looney, Ann; Eric Klein 
Subject: RE: Splits procedure 


Folk OIG PRR 017995 





Now I can’t find out sample bins, we had 5 of them and only one remains in the lab. We received a large load and need 
the other bins to put all the samples in. 

Thanks, 

Russ 

Mfu SUiiddi 5. S>cwenpo^ 

Laboratory Evaluation Officer 
Dept of Public Health 
Center for Disease Control 
305 South Street 
Boston, MA. 02130 

Tel: 617-983-6616 
Fax: 617-983-6618 
Russell. Davenport@state.ma.us 


From: Stiles, Tracy (DPH) 

Sent: Tuesday, October 25, 2011 10:08 AM 
To: Davenport, Russeii (DPH) 

Cc: Hemsworth, Meghan (DPH); Greer, Garry (DPH); Han, Linda (DPH); Caloggero, Dina (DPH); Looney, Ann; Eric Klein 
Subject: Re: Splits procedure 

I have never seen it. So your hands on experience is what needs to be written down. Garry and I can help with the 
writing if you can tell us what you do. 

Sent from my iPhone 

On Oct 25, 2011, at 10:05 AM, "Davenport, Russell (DPH)" < Russell.Davenport@MassMail.State.MA.US > wrote: 

I would imagine you and Dr Han have already signed it if when you were going over SOPS with Roslyn. I am not sure of 
any one document but there might be some. I have worked from hands on experience 

Thanks, 

Russ 

Jix. ^/kidded 3.3>(wetvpoHt 

Laboratory Evaluation Officer 
Dept of Public Health 
Center for Disease Control 
305 South Street 
Boston, MA. 02130 

Tel: 617-983-6616 
Fax: 617-983-6618 
Russell. Davenport@state.ma.us 


Folk OIG PRR 017996 



From: Stiles, Tracy (DPH) 

Sent: Tuesday, October 25, 2011 8:38 AM 
To: Davenport, Russell (DPH) 

Cc: Hemsworth, Meghan (DPH); Greer, Garry (DPH); Han, Linda (DPH); Caloggero, Dina (DPH); Looney, Ann; Eric Klein 
Subject: Re: Splits procedure 

Because if there isn’t one I am going to ask you to write it. There should be a written procedure for everything you do in 
the lab and I’ve never seen one. And if there is one Garry and I should read and sign it like we do in all of the other labs. 

Sent from my iPhone 


On Oct 25, 2011, at 8:23 AM, "Davenport, Russell (DPH)’’ < RusselLDavenport@MassMail.State.MA.US > wrote: 

It was in the lab. Things have been removed so I am not quite sure where it might be 
now. Why? 

Save for File 

Mr. Russell T. Davenport 
Laboratory Evaluation Officer 
Dept of Public Health 
Center for Disease Control 
305 South Street 
Boston, MA. 02130 

Tel: 617-983-6616 
Fax: 617-983-6618 
Ru s s e11.Davenp o rt @ s t a t e.ma.u s 


-Original Message- 

From: Stiles, Tracy (DPH) [mailto:tracy.stiles@massmail.state.ma.us] 

Sent: Monday, October 24, 2011 1:47 PM 

To: Davenport, Russell (DPH); Hemsworth, Meghan (DPH) 

Cc: Greer, Garry (DPH); Han, Linda (DPH); Caloggero, Dina (DPH) 

Subject: Splits procedure 

Hi Russ, 

Do you have a written procedure for preparation of splits, and a list of labs you send 
them to? 

Thanks, 

Tracy 


Sent from my iPhone 


Folk DIG PRR 017997 






